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This document consists of the photostatic copy of a 1-page typewritten extract 
from the 1952 Plan of the Central Construction Bureau of the East German Metallurgical 
Industry. The extract calls for a reduction of investment funds for the Mueckenberg 
Ferroalloy Plant (Ferrolegierungswerk) from DM 7*830,000 to DM 1*350,000, necessitating 
the cancellation of various projects, such as the planned a xtamsia oi 70-foot extension 
of the furnace department and the construction of two electric furnaces of 7*500 
kilovolt amperes each, together with the necessary technical installations. This 
means that the plant will have only one electric furnace of 7*500 kilovolt amperes, 
with an auxiliary installation of 5 00 kilovolt amperes. 
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Betrlfftt Ferroleglerungswerk Mttckenberg ^ 

Tn 

Der ausgearbeitete Vorentwurf 1952 fUr das Ferrolegierungsvtrerk ^ 

igjg^ 

Mtickenberg sah eine Investitionssuunme von DM 7«830*000> — vor , ,L * ^ 
welche auch am 26.10.1951 bestatigt wurde. ^ v; 

Auf Grund einer tiberprttfung der Produktions-Kontrollziffem fUr 
Ferrolegierungen seitens der HA Eisenindustrie wurden die Investi- 
tionsmittel fUr 1952 gekttrzt und fttr Mtickenberg 1952 eine 

neue Invest it ionBsumme von DM 1»350«000»— > 

bestatigt. 

Diese Ktirzung bedingt eine wesentliche Abweicbung des EntvmrfeB 
vom Vorentwurf und bringt nacbfolgende Investitionen zum Fortfallt 

Verlangerung der Ofenhalle nach Norden urn 55 m 

nach Siiden um 15 m 

Aufbau der Elektrodenaufbereitung und Aufstellung von 
2 ElelctroUfen 7500 KVA und 

der dazugehbrigen technologischen E inrich tungen. 

Es verbleibt somit eine Energielage* 

1 Ofen mit 7500 KVA 
Nebenbetrieb 500 KVA 

Insgesamtj 8000 KVA 
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